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Easy to use, GUI based management provides perfomiance and security. 

Reliable disk based backup and recovery, along wirji Snapshot capability enable fast and reliable 
backup and restore. 

Easy to implement remote Replication, at block or volume level enables cost-effective disaster recovery. 

IP based storage management combines NAS and iSCSl functionality for centralized storage 
and storage consolidation. 
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ASYNCHRONOUS DATA (FILE) REPLICATION over a LAN enables asynchronous file and folder copy from 
one storage system to another over Local Area Network: 
• With asynchronous replication a point-in-time - snapshot copy of data on the source is made and copied to the target 
storage system. 
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Replication between two systems within one LAN 

■ Recommended Resources 

• Key Hardware (two systems) 

S x86 compatible, 

S RAID Controller, 

S HDD's, 

S Network Interface Cards. 

• Software 

S Open-E DSS V6, 2 units. 

■ Benefits 

• Data Redundancy over a LAN, 

• Enables continuous data access. 

■ Disadvantages 

• High cost of solution, 

• Natural disasters can destroy local systems. 
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Data is written and read to System 1 
Data is continiously replicated to System 2 
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In case of raid array error or disk drive error on the System 1 , the server 
will send an e-mail notification to the administrator, 
In the case of a failure of system 1 , users will be notified, 
Administrator then switches users to the System 2. 
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RAID System 1 
Primary 



RAID System 2 
Secondary 
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After switching, replicated data is available on System 2 
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RAID System 1 
Primary 



Write Data 



RAID System 2 
Secondary 
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To set up Data (File) Replication, perform the following steps: 



1. Configure Hardware 

2. Configure the destination node 

3. Configure the source node 

4. Configure schedule replication 

5. Check the status of Data (File) Replication 
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1 . Configure Hardware 

Hardware Requirements 

To run the Data (File) Replication on Open-E DSS V6 over LAN, a minimum of two systems are required. Logical volumes 
working on source node must have snapshots created and enabled. Both servers are working in the Local Area Network. 
An example configuration is shown below: 



Data Server (DSS1) 

Source node 



IP Address: 192.168.0.220 



open-e 



RAID System 1 
Primary 



Volume Groups (vgOO) 




NAS volume (IvOOOO) 



Data (File) Replication 



opens 




Data Server (DSS2) 

Destination node 

IP Address: 192.168.0.221 






RAID System 2 
Secondary 



Volume Groups (vgOO) 

NAS volume (IvOOOO) 
Shares: Copy of Data 
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Open-e Data Server (DSS2) 

Destination node 

IP Address: 192.168.0.221 



2. Configure the Destination Node 




DATA STORAGE SOFTWARE V6 



Unit manager ** ? 




• 


Unit 


Size (GB) Serial number 


Status 


**,w 


Unit SOOO 


230. OS N/A 


available 


Action: 

Name: ^ 






new volume group H 


vgOO 








Please apply changes or press 




'reload" button to discard 



Drive identifier 


■:;:• % r ? 




n Unit SOOO 


N/A 
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Open-e Data Server (DSS2) 

Destination node 

IP Address: 192.168.0.221 



2. Configure the Destination Node 



Volume Groups (vgOO) 
NAS volume (IvOOOO) 




«#> 



Select the appropriate volume 
group (vgOO) from the list on 
the left and create a new NAS 
volume of the required size. 
This logical volume will be the 
destination of the replication 
process. 



After assigning an appropriate 
amount of space for the NAS 
volume, click the button 
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DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE 



You are here: CONFIGURATION ► volume manager ► Vol. groups ► vgOO 



Vol. groups r % r ? 



> vgOO 



Volume manager 



system volumes 



fc '? 



Reserved for snapshots 



Reserved for system 



Reserved for replication 



new NAS volume 



I - Use volume replication 
r WORM 



I0Q add: 



Please apply changes or press "reload" button to discard 



Snapshot definition 
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Open-e Data Server (DSS2) 

Destination node 

IP Address: 192.168.0.221 



2. Configure the Destination Node 



Volume Groups (vgOO) 




The destination NAS Volume is 
now configured. 



NAS volume (IvOOOO) 



«* 



open-e 



ENTERPRISE CLASS S-Q^iAGE OS for EVERY BUSINESS 



DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE 



You are here: CONFIGURATION ► volume manager ► Vol. groups ► vgOO 



Vol. groups r % r ? 



Volume manager 



> vgOO 



A Info 

Logical volume IvOOOO has been created successfully. 



Logical Volume 



IvOOOO 



System volumes 



Type Snap. Rep. 



Blocksize Size 
(bytes) (GB) 



N/A 40.00 \ 



Reserved for snapshots 



0.00 



Reserved for system 



Reserved for replication 



new NAS volume 



3 



V Use volume replication 

□ WORM 



J 





1S2.03 
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Open-e Data Server (DSS2) 

Destination node 

IP Address: 192.168.0.221 



2. Configure the Destination Node 



Under the CONFIGURATION" 
menu, select „NAS settings" 



Data (File) Replication 



«#i 



In the Data (file) replication 
agent function, check the 
Enable data (file) replication 
agent box, and click the 
button. 
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DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE STATUS HELP 



You are here: CONFIGURATION ► NAS settings 



Enable NDMP data server 



rF Enable data (file) replication agent 



Please apply changes or press "reload" button to discard 



Antivirus setup 



A Info 

No shares found. 



Local backup settings 
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Open-e Data Server (DSS2) 

Destination node 

IP Address: 192.168.0.221 



2. Configure the Destination Node 



Under the CONFIGURATION" 
menu, select „NAS resources" 
and „Shares". 



Shares: Copy of Data 



«? 



A tree listing of NAS shared 
volumes ( Shares ) will appear 
on the left side of the DSS 
console. In the example, a 
shared volume named Copy of 
Data on IvOOOO has been 
created. 
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DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE 



You are here: CON es ► Shares 



Shares % r ? 



I— 1. users 



Create new share 



Copy of Data 



Jj^efault path: 
*~ Specified path: 



| /IvOOOO/Copy of Data j*J 



Please apply changes or press "reload" button to discard 



ACL (Access control list) 



fBrowser 



Selection: 
Filter: 
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Open-e Data Server (DSS2) 

Destination node 

IP Address: 192.168.0.221 



2. Configure the Destination Node 



After creating the new shared 
volume, click on the share 
name, check the box Use data 
(file) replication within Data 
(file) replication agent 
settings function and click on 
the button. 
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DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE 



You are here: CONFIGURATION ► NAS resources ► Shares ► Copy of Data 



Shares % r ? 



Data (File) Replication 



*ff 



1. Copy of Data 



V? 



NOTE: 

It is strongly recommended protecting the 
replication protocol with a user name and 
password, along with a list of allowed IP 
address. This will prevent other Data (file) 
replication tasks from accessing this share. 

The configuration of the 

Destination Node (storage server) 

is now complete. 



I—O 1. users 



Data (file) replication agent settings 



^F Use data (file) replication 
Login name: 

Password: 

Confirm password: 

Allow access IP: 



Please apply changes or press "reload" button to discard 



NDMP data server access 



* <? 



Info 

NDMP data server is off! 



Remove share 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 



Under the CONFIGURATION" 
menu, select „volume 
manager" 



Volume Groups (vgOO) 




Add the selected physical units 
(Unit MDO) to create a new 
volume group (in this case, 
vgOO) and click button. 




_ ^5 J7 r Vol. replication ^i 



Please apply changes or press "reload" button to discard 



Drive identifier 


■:;:• <fe r ? 




H Unit SOOl 


SRY13SBZ 




[j Unit SOOO 


9RY1GP7W 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 



Volume Groups (vgOO) 



NAS volume (IvOOOO) 




«f> 



Select the appropriate volume 
group ( vgOO ) from the list on 
the left and create a new NAS 
volume of the required size. 
This logical volume will be the 
source of the replication 
process. 



After assigning an appropriate 
amount of space for the NAS 
volume, click the button. 
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DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE 



You are here: CONFIGURATION ► volume manager ► Vol. groups ► vgOO 



Vol. groups r % r ? 



> vgOO 



^Sfy r Vol. replication H r 



Volume manager 



System volumes 



SWAP 



Reserved for snapshots 



Reserved for system 



Reserved for replication 



new NAS volume 



V Use volume replication 
r WORM 



— o — 



<00 add 



4.00 I 




Please apply changes or press "reload" button to discard 



Snapshot definition 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 




Snapshot 



To run the replication process, 
you must first define a new 
snapshot to be taken of the 
volume to be replicated. 
Snapshot size should be large 
enough to accommodate the 
changes you anticipate, 10% to 
15% of the logical volume is 
sometimes recommend. Next, 
you select .Assign to volume 
IvOOOO". 



After assigning an appropriate 
amount of space for the 
snapshot, click the 
button. 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



NAS volume 
(IvOOOO) 



3. Configure the Source Node 



Snapshot 



The Snapshot is now created, 
and has been assigned to the 
logical volume IvOOOO. 
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DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE 



You are here: CONFIGURATION ► volume manager ► Vol. groups ► vgOO 



Vol. groups ^ r ? 




Reserved for replication 



new NAS volume 



3 



I - Use volume replication 

n WORM 



OQ add: 



0.00 GB 



snapOOOOO 



IvOOOO 



0.00 




n use/inactive 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 



Under the CONFIGURATION" 
menu, select „NAS settings" 



Data (File) Replication 



^V 



Check the Enable data (file) 
replication agent box, 
and click the button. 
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DATA STORAGE SOFTWARE V6 



CONFIGURATION MAINTENANCE 



STATUS 



You are here: CONFIGURATION ► NAS settings 



■:::■ « r ? 



Enable data (file) replication agent 



Please apply changes or press "reload" button to discard 



Antivirus setup 




Local backup settings 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 



Under the CONFIGURATION" 
menu, select „NAS resources" 
and Shares. 



Shares: Data 
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DATA STORAGE SOFTWARE V6 



SETUP 



CONFIGURATION MAINTENANCE 



You are here: CON es ► Shares 



Shares H r ? 



_rm 




Create new share 



S Default path: 
f Specified path: 



| /IvOOOu/Data 



3 



Please apply changes or press "reload" button to discard 



ACL (Access control list) 



^Browser 

Selection: 

Filter: 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 



After the share to be replicated 
has been configured, go to the 
..MAINTENANCE" menu and 
select „backup" to choose 
Data (file) replication. 



Data (File) Replication 



4#V 
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DATA STORAGE SOFTWARE V6 



CONFIGURATION MAINTENANCE 



STATUS 



-You are here: MAINTENANCE backup Data (file) replication 



fc^ Backup pools ^ 



.j ffi f ^Backup devices ^ ' f - 



Backup tasks H r ? 



A Info 

No tasks have been found. 



Create new data (file) replication task 


•:::■ % r ? 


Task name: 

Source share: 

Snapshot: 

Destination IP: 

Destination share: 

Destination agent login: 

Destination agent password: 

F Log replication errors 

17 Use ACL 

I - Don't delete files 




1 


<choose share> JJ 




za 




i 




^ra 




i 




i 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 



Select the source share to be 
replicated. Under Create new 
Data (File) Replication task 
function, enter a name for the 
task and select the Source 
share to be replicated. At this 
point, a snapshot (snapOOOOO) 
of the source share will 
automatically be assigned. 



In the Destination IP field, 
enter the IP address of the 
destination server (in this 
example, 192.168.0.221) and 
the user name/password (if 
applicable) for the destination. 
Next, configure the Destination 
share field by clicking on thei^ 
button. In this example, the 
Copy of Data share will appear. 
Next click on the button. 
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CONFIGURATION MAINTENANCE 



STATUS 



You are here: MAINTENANCE backup Data (file) replication 



fc^ Backup pools ^i ' 




j jS rf r Backup devices 



Backup tasks % r ? 



Create new data (file) replication task 



► Task name: 
►Source share: 

► Snapshot: 
r Destination IP: 

destination share: 

Destination agent login: 

Destination agent password: 

P" Log replication errors 

F Use ACL 

I - Don't delete files 



| ReplicationTask 


| Data 


H 




| snapOOOOO 


d 




| 192.168.0.221 




| Copy of Data 


^S 




1 1 




1 1 



Please apply changes or press "reload" button to discard 



A Info 

No tasks have been found. 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



3. Configure the Source Node 



After the DSS WEB console, 
has been reloaded, the new 
task should appear 

/W% I! A! 1- l_\ 



Obtain additional information 
about a selected replication task 
by accessing the Data (file) 
replication task function. 



The configuration of the Source 

Node (storage server) is now 

complete. 
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CONFIGURATION MAINTENANCE 



STATUS 



Jfou are here: MAINTENANCE ► backup ► Data on ► ReplicationTask 



fc^ Backup pools ^{ 



>JBFj r Backup devices ^ ' '• 



Backup tasks H r ? 



> ReplicationTask 



Data (file) replication task 




■:::■ % '? 




Destination IP: 


192.168.0.221 




Source share: 


Data 




Snapshot: 


snapOOOOO 




Destination share: 


Copy of Data 




Log replication errors: 


Yes 




Use ACL: 


Yes 




Don't delete files: 


No 










Create schedule for data (file) replication task > ** ? 




Comment: 




Select time: | Interval 


-1 


Interval: | 10 rnin. time period 


tI 





Schedule for data (file) replication task 



fe r ? 



A info 

No schedules found. 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



4. Configure schedule replication 



Using the Create schedule for 
data (file) Replication task 

function, set the desired 
replication schedules or 
explicitly start, stop and delete 
Data (File) Replication tasks, as 
desired. 
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CONFIGURATION MAINTENANCE 



STATUS 



You are here: MAINTENANCE ► backup ► Data ;on ► ReplicationTask 



^^5 Backup pools \ 



J§rf r Backup devices ^ ' 



Use ACL: 



Don't delete files: 



Create schedule f 


sr data (file) replication task 




'WSL 


Comment: 
Select time: 
Interval: 








| EveryHour 




i 


| Interval 




j 


| lh time per 
Please apply changes or press "reload' 


iod 


j 




apply ;ft ; 1 


button to discard 



Backup tasks % r ? 



Schedule for data (file) replication task 



Info 

No schedules found. 



> ReplicationTask 



Remove data f file 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



5. Check the status of Data (File) Replication 



In Data (file) replication tasks 

function set the desired Data 

(File) Replication to start, stop 

and delete tasks. 

Click on the r button with 

task name (in this case 

ReplicationTask) to display 

detailed information on the 

current replication task 

(the replication task running at 9 

pm). 



open-e 



ENTERPRISE CLASS S'UiAGE DS for EVERY EL i 



DATA STORAGE SOFTWARE V6 



CONFIGURATION 



MAINTENANCE 



STATUS 



You are here: MAINTENANCE backup Data (file) replication 



^^5 Backup pools \ 



>JBFj r Backup devices ^ ' '• 



Backup tasks H r ? 



■—q ReplicationTask 



juui lc ii iai c. 



^.U lUUbe bl Idl e^ 



Snapshot: 

Destination IP: 

Destination share: 

Destination agent login: 

Destination agent password: 

17 Log replication errors 

F Use ACL 

I - Don't delete files 



zJ 



Data (file) replication tasks 


■:::■%'? 




j^,|Qf ReplicationTask 


2011-09-07 21:00:05 N$ ^ i$ 


Destination IP: 


192.168.0.221 


Source share: 


Data 


Snapshot: 


snapOOOOO 


Destination share: 


Copy of Data 


Destination agent login: 




Log replication errors: 


yes 


Use ACL: 


yes 


Don't delete files: 


no 
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Open-e Data Server (DSS1) 

Source node 

IP Address: 192.168.0.220 



5. Check the status of Data (File) Replication 



To obtain detailed information 
about the progress of Data 
(File) Replication tasks, under 
the „STATUS" menu, select 
„tasks". Next click Data (File) 



Replication tasks and select 



the Task. 
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CONFIGURATION MAINTENANCE 



STATUS 



You are here: STATUS ► tasks ► Data (File) Replication 



— Backup 

— q Restore from backup 

Data (File) Replication 
— o Antivirus 
— q Volume Replication 
— Q Snapshots 




{Q ReplicationTask 



Data (file) replication 2011-09-07 21:00:05 







o 



2011-09-07 n .. .. T . 
21:00:30 ReplicationTask 



Data (file) 
replication 



OK Started 
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opens 




Data Servers (DSS1 and DSS2) 

Source and Destination node 

IP Address: 192.168.0.220 and 192.168.0.221 



5. Check the status of Data (File) Replication 



Share: Data 



*f> 



After the end of the Data (File) 
Replication task all data from 
the „Data" share are available 
on the "Copy of data" share. 



Share: Copy of Data 



* 







jaixi 


File Edit View Favorites Tools Help 




» 


Qeack Q . 


' Search Folders 


& a x "? urn- 


Address | g> \\ 1 92 , 1 68 . . 220\Data 


Zi&to 


Links >J 


Name * Size | Type | Date Modified 


l£) Documents Folder 20 1 1 -09-07 20 : 08 
l£) Manuals Folder 20 1 1 -09-07 20 : 24 
(£) Pictures Folder 20 1 1 -09-07 20 : 26 
(£) Projects Folder 20 1 1 -09-07 20 : 26 



& Copy or Data on Data Storage Software (192.168.0.221) 








jnjxl 


File Edit View Favorites Tools Help 








| # 


Q Back . Q . $ 


Search |j Folders 


-> 


g 


X"9 Em- 






Address | ££ \\ 1 92 . 1 63 . . 22 1 \Copy of Data 






dH<* 


Links >J 


Name * Size | Type 




I Date Modified 






(^Documents Folder 
(£)Manuals Folder 
(£jPictures Folder 
(SjProjects Folder 




2011-09-07 20:08 
2011-09-07 20:24 
2011-09-07 20:26 
2011-09-07 20:34 







The configuration of the source and destination nodes 
for asynchronous Data (File) Replication is now complete. 
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Thank you! 
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You 
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